USING ARCADIAN TAPES 


PROGRAM INDEX CODE: 


Side Program Title 
File# 


My Tape 
Counter 


A- 8 Bangman 

ARC 1-48,70, 
Remarks : 


104-137 

* * it * * 


ARCADIAN 
Vol & Page 


Your Tape 
Counter 


LOADING PROGRAMS: 


To load a particular program, advance the 
tape to a point just before the program you 
want to load. Use the tape counter to do 
this. Then use the following command: 

: " I N P U T " n "GO" n Is the tape file * 
Then start your tape recorder. The point 
that you pick to start the tape recorder 
can be In the previous program but only 
the program you want to run will be loaded. 

EXAMPLE 

You want to load the Bangman program. The 
program Index sheet tells you that Bangman 
Is on side A file 8 and the tape counter 
reads .104 at the start of the program. 
Advance tape to 95 counts and stop the tape 
recorder. Enter the following command: 
INPUT" 8 "G0“ 

and start the tape recorder. When the 
program starts to run, shut off the tape 
recorder . 


I You can also load these programs without 
I using the file search routine by just using 

I the : "INPUT" “G0“ command. 



